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Message Text 

UNCLASSIFIED 

PAGE 01 SANTIA 01253 141838Z 
ACTION PM-04 

INFO OCT-01 ARA-10 ISO-OO SS-15 A-01 MED-03 CIAE-00 INR-07 
NSAE-00 DODE-OO SSO-OO /041 W 

141841Z 037025 /50 

P 141700Z FEB 77 
FM AMEMBASSY SANTIAGO 
TO SECSTATE WASHDC 3433 

UNCLAS SANTIAGO 1253 

E. O. 11652: N/A 
TAGS: SGEN, Cl 

SUBJECT: MEDICAL ASSISTANCE, GEN SOLER 

1 . CHILEAN AIR FORCE HAS REQUESTED MEDICAL ASSISTANCE FOR GENERAL 
JUAN SOLER MANFREDINI ON URGENT BASIS. GENERAL SOLER WAS SECRETARY 
AIR FORCE DESIGNEE TREATED FOR PERDICARDIAL CANCER AT WALTER 
REED HOSPITAL IN SEPTEMBER - OCTOBER 1976 BY DR. KIMBALL. REPORTEDLY, 
CANCER HAS REAPPEARED AFFECTING SPINAL COLUMN. 

2. REQUEST DEPARTMENT ASSISTANCE ON URGENT BASIS FOR READMISSION 
TO WALTER REED. GENERAL EDUARDO FORNET, CHILEAN AIRA IN WASHINGTON 
CAN PROVIDE ADDITIONAL DETAILS AS NECESSARY. GENERAL SOLER WILL 

BE SENT VIA COMMERCIAL AIR ACCOMPANIED BY DR. FRANCISCO ALAMANT 
AS SOON AS ADMISSION ASSURED. 

3. BELIEVE ASSISTANCE IN OUR BEST INTERESTS. REQUEST REPLY SOONEST. 
BOYATT 
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